A Hot Mineral Water Resort & Spa 

Desert Hot Springs Resort 




Lido Palms Resort & Spa 

Three silky-smooth hot mineral water pools await you at Lido 
Palms Resort & Spa, located just 10 minutes from Palm 
Springs and 25 minutes from Joshua Tree State Park in an 
area famous for both its cold and hot water aquifers. From 
the best tasting drinking water in the desert to the naturally 
heated mineral spring waters drawn from our own well and 
pumped into our pools, Lido Palms offers its guests the best 
of Desert Hot Springs. Palm trees swaying in the gentle desert 
breeze provide a tranquil surrounding for a relaxing soak in the pools. Tastefully appointed 
guest rooms with extremely comfortable beds await. In addition, our full service Spa offers 
massages, facials and body treatments. Relax, Refresh and Rejuvenate. This is an age-restricted 
resort, minimum age is 18. 



Lido Palms Resort Hotel Rooms 

Our Double Rooms at the Lido Palms Resort and Spa each 
feature two full extra long Tempur-Pedic beds outfitted with 
down alternative bedding, natural slate flooring with area rug, 
two recliner chairs, new bathroom, vanity area and central air. 
Complimentary amenities include shampoo, conditioner and 
shower gel, robes, free WiFi and cable TV. The large apartment- 
sized kitchen is equipped with stove, refrigerator, microwave, 
toaster oven and coffee maker. Lido Palms King rooms features 
a California King Tempur-Pedic bed outfitted with down alternative bedding, new bathroom 
and new split A/C unit, natural slate flooring with area rug, and a comfortable love seat. 
Complimentary amenities include shampoo, conditioner and shower gel, robes, free WiFi and 
cable TV. The kitchen is fully equipped with stove, refrigerator, microwave, toaster and coffee 
maker. All necessary dishware, silverware and pots and pans are provided. 





The Best Mineral Water in Desert Hot Springs 

The Lido Palms Resort and Spa features sparkling pools 
filled with a healing crystal clear water famous in the 
area. The hot mineral water is odorless and comes from 
our own well on the property, where it bubbles up from 
deep in the volcanic fissures. It is pumped into our indoor 
pool that is manually maintained at 101° F. 
Simultaneously, the water is pumped into our outdoor 
jetted hot tub, which has a capacity of 15 people and a steady temperature of 103° F. Both 
smaller pools then overflow into our swimming pool which is kept at 95° F. With all the choices 
at the Lido Palms Resort you are sure to find the perfect temperature of water for you. Inside 
our mineral water spa resort, we feature a jetted pool with sauna and adjoining enclosed patio 
seating area - perfect for those relaxing days at the resort. You may also feel like having a nice 
nap under the shade of our palm trees or a massage in the privacy of your room. 

The SPA at Lido Palms Resort has three massage therapy rooms and a staff of expert therapists 
and estheticians to meet your needs. The new slate flooring will lead you to a newly furnished 
lounge where you can relax while waiting for your treatments . Each Lido Palms hotel room is 
fully air-conditioned and features an apartment size kitchen with everything you need for your 
stay including dishware, silverware, pots & pans. 



Face Treatment 

Eminence Citrus-C Facial - This Citrus-rich cleansing facial uses 
our Eminence line of all-natural ingredients rich in anti-oxidants. 
Perfect for all skin types, the facial massage techniques and serum 
types are customized to your particular type of skin. 60 minutes, 

Eminence Divine Facial - Our elegant Eminence facial 
hydrates, lifts, firms and smoothes the skin with anti-oxidants customized to your skin type. Our 
facial massage techniques with all-natural products will moisturize and promote an even skin 
tone. 




For more information please visit 
http://www.lidopalms.com 



